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UNCLASSIFIED 

PAGE 01 ASUNCI 00475 041104Z 
ACTION ARA-14 

INFO OCT-01 ISO-OO EB-08 /023 W 

051041 050042Z/61 

R 022000Z FEB 78 
FM AMEMBASSY ASUNCION 
TO USDOC WASHDC 
INFO SECSTATE WASHDC 2201 

UNCLAS ASUNCION 0475 

FOR: CMM/BRAZIL-RIVER PLATE 

E.O. 11652: /A 
TAGS: BEXP, PA 

SUBJ: IMPORT REGULATIONS ON CT SCANNER 

REF: STATE 026242 


Message Text 


1 . CT SCANNERS ARE CONSIDERED ELECTROMEDICAL EQUIPMENT AND PAY 
APPROXIMATELY 100 PERCENT WHICH INCLUDES IMPORT DUTIES AND OTHER 
MINOR IMPORT CHARGES, REGARDLESS OF WHETHER NEW OR USED EQUIPMENT. 

2. IN ADDITION, A 100 PERCENT IMPORT DEPOSIT BASED ON THE CIF 
VALUE MUST BE DEPOSITED IN A LOCAL BANK FOR A PERIOD OF 120 
DAYS. THE CIF VALUE CAN BE ESTIMATED AS 120 PERCENT OF THE 
FOB VALUE. 
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Decaption Date: 01 jan 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 jan 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 
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Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Expiration: 

Film Number: D780054-0931 
Format: TEL 
From: ASUNCION 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1978/newtext/t1 978021 03/aaaadjaq.tel 

Line Count: 40 
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Litigation Codes: 

Litigation History: 

Locator: TEXT ON-LINE, ON MICROFILM 
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Original Handling Restrictions: n/a 

Original Previous Classification: n/a 

Original Previous Handling Restrictions: n/a 

Page Count: 1 
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Previous Classification: n/a 
Previous Handling Restrictions: n/a 
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Retention: 0 

Review Action: RELEASED, APPROVED 
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Review Event: 

Review Exemptions: n/a 
Review Media Identifier: 

Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 
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Secure: OPEN 
Status: NATIVE 
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To: COM 
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